REPORT NO. 49042 Broadcast Actions 


STATE FILE NUMBER E/P CALL LETTERS APPLICANT AND LOCATION 


Actions of: 08/01/2017 


AM STATION APPLICATIONS FOR TRANSFER OF CONTROL GRANTED 


IA  BTC-20170614AAD KIWA 60088 SHELDON BROADCASTING CO., 
INC 
E 1550 KHZ 
IA, 


AM STATION APPLICATIONS FOR DIRECT MEASUREMENT GRANTED 
OH BZ-20170203ADM WJER 73134 WJER RADIO, LLC 


P 1450 KHZ OH, 


AL BZ-20170421ABJ WAGG 48717 SM-WAGG, LLC 
BIRMINGHAM 


P 610 KHZ AL, 


News media information 202 / 418-0500 


DOVER-NEW PHILADELPH 


Federal Communications Commission 
P | | B | | ( N O l | ( = 445 Twelfth Street SW 
Washington, D.C. 20554 


Recorded listing of releases and texts 202 / 418-2222 


8/4/2017 


NATURE O F APPLICATION 


Voluntary Transfer of Control 

From: NORMA STANGLAND TRUST (NORMA AND SUSAN 
STANGLAND AS TRUSTEE) 

To: SUSAN STANGLAND 

Form 315 


Direct Measurement 


Direct Measurement 


DIGITAL CLASS A TV APPLICATIONS FOR MINOR MODIFICATION TO A CONSTRUCTION PERMIT GRANTED 


CA 0000028259 KPOM-CD COACHELLA COMMUNICATIONS, Modification of construction permit file number 
191793 LLC 0000016113. 
CHAN-27 CA, 
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STATE FILE NUMBER 


Actions of: 08/01/2017 


REPORT NO. 49042 


PUBLIC NOTICE 


News media information 202/418-0500 Recorded listing of releases and texts 202 / 418-2222 


E/P CALL LETTERS 


Broadcast Actions 


APPLICANT AND LOCATION 


NATURE O F 


Federal Communications Commission 
445 Twelfth Street SW 
Washington, D.C. 20554 


8/4/2017 


APPLICATION 


DIGITAL CLASS A TV APPLICATIONS FOR MINOR CHANGE TO A LICENSED FACILITY GRANTED 


NJ 


IL 


IL 


0000028171 


0000028188 


0000028191 


PA 0000028232 


WI 


0000028254 


E 


E 


WPHY-CD 
74464 


CHAN-22 


WMEU-CD 
168662 


CHAN-18 


WWME-CD 
71425 


CHAN-20 


WYLN-CD 
68135 


CHAN-26 


WMKE-CD 
35091 


CHAN-36 


NRJ TV PHILLY LICENSE CO., 


LLC 
NJ, TRENTON 


WEIGEL BROADCASTING CO. 


IL, CHICAGO 


CHANNEL 23 LIMITED 
PARTNERSHIP 


IL, CHICAGO 


TRIPLE J COMMUNITY 
BROADCASTING., L.L.C. 


PA , HAZLETON 


MILWAUKEE MEDIA LLC 
WI, MILWAUKEE 


Minor change in licensed facilities, callsign WPHY-CD. 


Minor change in licensed facilities, callsign WMEU-CD. 


Minor change in licensed facilities, callsign WWME-CD. 


Minor change in licensed facilities, callsign WYLN-LP. 


Minor change in licensed facilities, callsign WMKE-CD. 
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Federal Communications Commission 
P | | B | | ( N O l | ( = 445 Twelfth Street SW 
Washington, D.C. 20554 


News media information 202/418-0500 Recorded listing of releases and texts 202 / 418-2222 


REPORT NO. 49042 Broadcast Actions 8/4/2017 
STATE FILE NUMBER E/P CALL LETTERS APPLICANT AND LOCATION NATURE OF APPLICATION 


Actions of: 08/01/2017 
DIGITAL CLASS A TV APPLICATIONS FOR MINOR CHANGE TO A LICENSED FACILITY GRANTED 
NJ 0000028260 WQAV-CD WMT, LLC Minor change in licensed facilities, callsign WQAV-CD. 


191822 
NJ, GLASSBORO 
CHAN-26 


DIGITAL TV APPLICATIONS FOR MODIFICATION OF LICENSE GRANTED 


iy aaa WJCL 37174 WJCLHEARST TELEVISION LLC Modification of license: BLCDT-20091013AFS, 
E CHAN-22 GA, SAVANNAH callsign WJCL. 

eee ane KKCO 24766 GRAY TELEVISION LICENSEE, Modification of license: BLCDT-20030401ABM, 
E  CHAN-12 ce callsign KKCO. 


CO, GRAND JUNCTION 


DIGITAL TV APPLICATIONS FOR MINOR CHANGE TO A LICENSED FACILITY GRANTED 
FL 0000025128 WTVX 35575 WTVX LICENSEE, LLC Engineering Amendment filed 
E CHAN-20 FL, FORT PIERCE 
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Federal Communications Commission 
P | | B | | ( N O l | ( = 445 Twelfth Street SW 


Washington, D.C. 20554 


News media information 202/418-0500 Recorded listing of releases and texts 202 / 418-2222 


REPORT NO. 49042 Broadcast Actions 8/4/2017 


STATE FILE NUMBER E/P CALL LETTERS APPLICANT AND LOCATION NATURE O F APPLICATION 


Actions of: 08/01/2017 
DIGITAL TV APPLICATIONS FOR MINOR CHANGE TO A LICENSED FACILITY GRANTED 
GA 0000025344 WUPA 6900 ATLANTA TELEVISION STATION Minor change in licensed facilities, callsign WUPA. 


WUPA INC 
E CHAN-36 
GA, ATLANTA 


GA 0000025455 WATC-DT COMMUNITY TELEVISION, INC. Minor change in licensed facilities, callsign WATC-DT. 
13206 
GA, ATLANTA 
CHAN-34 
OH 0000025689 WKEF 73155 WKEF LICENSEE L.P. Engineering Amendment filed 
E CHAN-34 OH, DAYTON 
CA 0000025838 KBCW 69619 SAN FRANCISCO TELEVISION Minor change in licensed facilities, callsign KBCW. 
STATION KBCW INC 
E CHAN-28 
CA, SAN FRANCISCO 
IA 0000026973 KFPX-TV 81509 ION MEDIA DES MOINES Minor change in licensed facilities, callsign KFPX-TV. 
LICENSE, INC. 
E CHAN-36 
IA , NEWTON 
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REPORT NO. 49042 
STATE FILE NUMBER 


Actions of: 08/01/2017 
DIGITAL TV APPLICATIONS FOR MINOR CHANGE TO A LICENSED FACILITY GRANTED 


NY 0000027106 


MI 0000027142 


SC 0000027285 


WI 0000027308 


NH 0000027323 


E 


E 


E 


E/P CALL LETTERS 


WLNY-TV 
73206 


CHAN-29 


WXYZ-TV 
10267 


CHAN-25 


WCIV 9015 
CHAN-25 


WCWF 73042 
CHAN-15 


WLED-TV 
69328 


CHAN-23 


PUBLIC NOTICE 


News media information 202 / 418-0500 


Broadcast Actions 


APPLICANT AND LOCATION 


CBS LITV LLC 
NY, RIVERHEAD 


SCRIPPS BROADCASTING 
HOLDINGS LLC 


MI, DETROIT 


WMMP LICENSEE L.P. 
SC, CHARLESTON 


WCWF LICENSEE, LLC 
WI, SURING 


NEW HAMPSHIRE PUBLIC 
BROADCASTING 


NH, LITTLETON 


NATURE O F 


Federal Communications Commission 
445 Twelfth Street SW 
Washington, D.C. 20554 


Recorded listing of releases and texts 202 / 418-2222 


8/4/2017 


APPLICATION 


Minor change in licensed facilities, callsign WLNY-TV. 


Minor change in licensed facilities, callsign WXYZ-TV. 


Minor change in licensed facilities, callsign WCIV. 


Minor change in licensed facilities, callsign WCWF. 


Engineering Amendment filed 
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Federal Communications Commission 
445 Twelfth Street SW 
Washington, D.C. 20554 


PUBLIC NOTICE 


News media information 202/418-0500 Recorded listing of releases and texts 202 / 418-2222 


REPORT NO. 49042 Broadcast Actions 8/4/2017 


STATE FILE NUMBER E/P CALL LETTERS APPLICANT AND LOCATION NATURE O F APPLICATION 


Actions of: 08/01/2017 
DIGITAL TV APPLICATIONS FOR MINOR CHANGE TO A LICENSED FACILITY GRANTED 


NH 0000027337 WEKW-TV NEW HAMPSHIRE PUBLIC Engineering Amendment filed 
69271 BROADCASTING 
CHAN-18 NH, KEENE 
FL 0000027383 WFGX 6554 WFGX LICENSEE, LLC Minor change in licensed facilities, callsign WFGX. 
E CHAN-14 FL, FORT WALTON BEACH 
MI 0000027385 WCMW 9913 CENTRAL MICHIGAN Minor change in licensed facilities, callsign WCMW. 
UNIVERSITY 
E CHAN-20 
MI, MANISTEE 
MI 0000027437 WPBN-TV WPBN LICENSEE, LLC Minor change in licensed facilities, callsign WPBN-TV. 
21253 
MI, TRAVERSE CITY 
CHAN-35 
MI 0000027449 WLLA 11033 CHRISTIAN FAITH BROADCAST, Minor change in licensed facilities, callsign WLLA. 
INC. 
E CHAN-22 
MI, KALAMAZOO 
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REPORT NO. 49042 
STATE FILE NUMBER 


Actions of: 08/01/2017 


Federal Communications Commission 
P | | B | | ( N O l | ( = 445 Twelfth Street SW 


E/P CALL LETTERS 


Washington, D.C. 20554 


News media information 202/418-0500 Recorded listing of releases and texts 202 / 418-2222 


Broadcast Actions 8/4/2017 


APPLICANT AND LOCATION NATURE O F APPLICATION 


DIGITAL TV APPLICATIONS FOR MINOR CHANGE TO A LICENSED FACILITY GRANTED 


VA 0000027476 


VI 0000027488 


AL 0000027691 


NC 0000027771 


IL 0000027778 


E 


E 


E 


E 


E 


WGNT 9762 
CHAN-20 


WZVI 83270 
CHAN-21 


WHDF 65128 
CHAN-2 


WMYV 25544 
CHAN-28 


WRSP-TV 
62009 


CHAN-16 


LOCAL TV VIRGINIA LICENSE, Minor change in licensed facilities, callsign WGNT. 
LLC 


VA , PORTSMOUTH 


ALPHA BROADCASTING Minor change in licensed facilities, callsign WZVI. 
CORPORATION 

VI, CHARLOTTE AMALIE 

HUNTSVILLE TV, L.L.C. Minor change in licensed facilities, callsign WHDF. 


AL , FLORENCE 


WUPN LICENSEE, LLC Minor change in licensed facilities, callsign WMYV. 
NC, GREENSBORO 


GOCOM MEDIA OF ILLINOIS, LLC Minor change in licensed facilities, callsign WRSP-TV. 
IL, SPRINGFIELD 
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Federal Communications Commission 
P | | B | | ( N O l | ( = 445 Twelfth Street SW 


Washington, D.C. 20554 


News media information 202/418-0500 Recorded listing of releases and texts 202 / 418-2222 


REPORT NO. 49042 Broadcast Actions 8/4/2017 


STATE FILE NUMBER E/P CALL LETTERS APPLICANT AND LOCATION NATURE O F APPLICATION 


Actions of: 08/01/2017 
DIGITAL TV APPLICATIONS FOR MINOR CHANGE TO A LICENSED FACILITY GRANTED 


AL 0000027846 WCIQ 711 ALABAMA EDUCATIONAL Minor change in licensed facilities, callsign WCIQ. 
TELEVISION COMMISSION 


E CHAN-12 
AL, MOUNT CHEAHA 
NY 0000028447 WIVT 11260 NEXSTAR BROADCASTING, INC. Engineering Amendment filed 
E CHAN-27 NY, BINGHAMTON 
TX 0000028454 KUBE-TV NRJ TV HOUSTON LICENSE CO., Minor change in licensed facilities, callsign KUBE-TV. 
70492 LLC 
CHAN-31 TX, BAYTOWN 
FL 0000028590 WZVN-TV MONTCLAIR COMMUNICATIONS, Engineering Amendment filed 
19183 INC. 
CHAN-28 FL , NAPLES 
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Federal Communications Commission 
P | | B | | ( N O l | ( = 445 Twelfth Street SW 
Washington, D.C. 20554 


News media information 202/418-0500 Recorded listing of releases and texts 202 / 418-2222 


REPORT NO. 49042 Broadcast Actions 8/4/2017 
STATE FILE NUMBER E/P CALL LETTERS APPLICANT AND LOCATION NATURE OF APPLICATION 


Actions of: 08/01/2017 
LOW POWER FM APPLICATIONS FOR LICENSE TO COVER GRANTED 


WI BLL-20170519ABI WWMV-LP LUSSIER COMMUNITY License to cover. 
193450 EDUCATION CENTER INC Engineering Amendment filed 06/16/2017 
95.5 MHZ WI, MADISON 


LOW POWER FM APPLICATIONS FOR MINOR MODIFICATION TO A CONSTRUCTION PERMIT GRANTED 
NY BMPL-2017/0718AEP WOOS-LP TROY BIKE RESCUE INC. Low Power FM Mod of CP to chg 


194922 
NY, SCHENECTADY 


95.9 MHZ Requests waiver pursuant to Section 73.807(e)(1) with respect to 


WYJB(FM) and WAJZ(FM). 


LOW POWER FM APPLICATIONS FOR TRANSFER OF CONTROL GRANTED 


CA  BTCL-20170619AAF KWVP-LP ROSECORP TRUST Voluntary Transfer of Control 
124267 From: ROSECORP TRUST (OLD BOARD) 
ae CAn ASSO To: ROSECORP TRUST (NEW BOARD) 
: Form 315 
FM STATION APPLICATIONS FOR ASSIGNMENT OF LICENSE GRANTED 
SD BALH-20170616AAM KXMZ 164109 PANDORA FM LLC Voluntary Assignment of License 


From: PANDORA FM LLC 
To: HAUGO BROADCASTING, INC. 
Form 314 


E 102.7 MHZ SD, BOX ELDER 
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Federal Communications Commission 
P | | B | | ( N O l | ( = 445 Twelfth Street SW 
Washington, D.C. 20554 


News media information 202/418-0500 Recorded listing of releases and texts 202 / 418-2222 


REPORT NO. 49042 Broadcast Actions 8/4/2017 
STATE FILE NUMBER E/P CALL LETTERS APPLICANT AND LOCATION NATURE OF APPLICATION 


Actions of: 08/01/2017 

FM STATION APPLICATIONS FOR LICENSE TO COVER GRANTED 

NM  BLH-20170718ACJ KNMF 191511  L.M.N.O.C. BROADCASTING LLC License to cover. 
E 106.5 MHZ NM, SPRINGER 


FM STATION APPLICATIONS FOR MINOR MODIFICATION TO A CONSTRUCTION PERMIT GRANTED 


TX BMPH-20170508AAI KLXY 198806 WILLIAM C. DOERNER Mod of CP to chg 


Engineering Amendment filed 05/12/2017 
z 1O7:.MHZ TAs GUTHRIE Engineering Amendment filed 06/12/2017 


FM STATION APPLICATIONS FOR MINOR CHANGE TO A LICENSED FACILITY GRANTED 


NV BPED-20170710AAZ KYSA 124888 EDUCATIONAL MEDIA Minor change in licensed facilities. 
E ETE FOUNDATION Engineering Amendment filed 07/26/2017 


NV, SPARKS 


FM STATION APPLICATIONS FOR TRANSFER OF CONTROL GRANTED 


IA BTCH-20170614AAE KIWA-EM SHELDON BROADCASTING CO., Voluntary Transfer of Control 
60089 INC From: NORMA STANGLAND TRUST (NORMA AND SUSAN 
STANGLAND AS TRUSTEE) 
105.3 MHZ IA, SHELDON To: SUSAN STANGLAND 
Form 315 
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Federal Communications Commission 
P | | B | | ( N O l | ( = 445 Twelfth Street SW 
Washington, D.C. 20554 


News media information 202/418-0500 Recorded listing of releases and texts 202 / 418-2222 


REPORT NO. 49042 Broadcast Actions 8/4/2017 
STATE FILE NUMBER E/P CALL LETTERS APPLICANT AND LOCATION NATURE OF APPLICATION 


Actions of: 08/01/2017 


FM AUXILIARY TRANSMITTING ANTENNA APPLICATIONS FOR MODIFICATION OF AUXILIARY PERMIT GRANTED 
NC BMXPED-20170712AAG WUND-FM WUNC PUBLIC RADIO, LLC Mod of CP 


89274 
NC, MANTEO 
88.9 MHZ 


FM TRANSLATOR APPLICATIONS FOR LICENSE TO COVER GRANTED 
TX BLFT-20170615AAQ K275AS 150797 LEON HUNT canes teaver 


E 102.9 MHZ TX, CROCKETT 


FM TRANSLATOR APPLICATIONS FOR MINOR MODIFICATION TO A CONSTRUCTION PERMIT GRANTED 


MO BMPFT-20170718ACK W229CT COMMUNITY BROADCASTING, Mod of CP 
138455 INC. 
93.7 MHZ MO, CUBA 

FL BMPFT-20170718ACM W228BV ZOO COMMUNICATIONS, LLC Mod of CP 
138576 


FL, FORT LAUDERDALE 
93.5 MHZ 
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Federal Communications Commission 
P | | B | | ( N O l | ( = 445 Twelfth Street SW 
Washington, D.C. 20554 


News media information 202/418-0500 Recorded listing of releases and texts 202 / 418-2222 


REPORT NO. 49042 Broadcast Actions 8/4/2017 
STATE FILE NUMBER E/P CALL LETTERS APPLICANT AND LOCATION NATURE OF APPLICATION 


Actions of: 08/01/2017 
FM TRANSLATOR APPLICATIONS FOR MINOR MODIFICATION TO A CONSTRUCTION PERMIT GRANTED 


OH BMPFT-20170718ACN W233CG BLUE CHIP BROADCASTING Mod of CP 
138920 LICENSES, LTD. 
94.5 MHZ OH, CLEVELAND 
MT BMPFT-20170718ACO K251CH 22911 TOWNSQUARE MEDIA MISSOULA Mod of CP 
LICENSE, LLC 
E 98.1 MHZ 


MT, SEELEY LAKE 


FL BMPFT-20170718ADE W278CN BLACK MEDIA WORKS, INC. Mod of CP 


146555 
FL, EATONVILLE 
103.5 MHZ 


FM TRANSLATOR APPLICATIONS FOR MINOR CHANGE TO A LICENSED FACILITY GRANTED 
NY BPFT-2017/0718ACD W247 CW CHARLES WILLIAMSON Minor change in licensed facilities, callsign W244DK. 


156109 
NY, POUGHKEEPSIE 
97.3 MHZ 
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REPORT NO. 49042 


STATE FILE NUMBER 


Actions of: 08/01/2017 


PUBLIC NOTICE 


Recorded listing of releases and texts 202 / 418-2222 


News media information 202 / 418-0500 


E/P CALL LETTERS 


Broadcast Actions 


APPLICANT AND LOCATION 


NATURE O F 


Federal Communications Commission 
445 Twelfth Street SW 
Washington, D.C. 20554 


8/4/2017 


APPLICATION 


FM TRANSLATOR APPLICATIONS FOR MINOR CHANGE TO A LICENSED FACILITY GRANTED 


AZ BPFT-2017/0718ACP 


OR BPFT-20170718ACY 


NC BPFT-2017/0718ADA 


NC BPFT-2017/0718ADB 


NC BPFT-2017/0718ADC 


E 


E 


E 


K279CC 
144628 


103.7 MHZ 


K280GS 24673 
103.9 MHZ 


W289BO 
147999 


105.7 MHZ 


W256CV 
155862 


99.1 MHZ 


W232CW 
155883 


94.3 MHZ 


RICK L. MURPHY 
AZ , PARKER 


VALLEY BROADCASTING 
ASSOCIATES, LLC 


OR, SALEM 


TRUTH BROADCASTING 
CORPORATION 


NC, PINEVILLE 


EASTERN AIRWAVES, LLC 
NC, BOONE 


EASTERN AIRWAVES, LLC 
NC, BOONE 


Minor change in licensed facilities, callsign K279CC. 


Minor change in licensed facilities, callsign K241CR. 


Minor change in licensed facilities, callsign W289BO. 


Minor change in licensed facilities, callsign W256CV. 


Minor change in licensed facilities, callsign W232CW. 
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Federal Communications Commission 
P | | B | | ( N O l | ( = 445 Twelfth Street SW 
Washington, D.C. 20554 


News media information 202/418-0500 Recorded listing of releases and texts 202 / 418-2222 


REPORT NO. 49042 Broadcast Actions 8/4/2017 
STATE FILE NUMBER E/P CALL LETTERS APPLICANT AND LOCATION NATURE OF APPLICATION 


Actions of: 08/01/2017 
FM TRANSLATOR APPLICATIONS FOR MINOR CHANGE TO A LICENSED FACILITY GRANTED 


IN BPFT-20170718ADM W259BJ TALKING STICK Minor change in licensed facilities, callsign W259BJ. 
145308 COMMUNICATIONS, L.L.C. 
99.7 MHZ IN, WARSAW 
VA BPFT-20170718ADN W289CI 81226 POSITIVE ALTERNATIVE RADIO, Minor change in licensed facilities, callsign W289CI. 
INC. 


E 105.7 MHZ 
VA , SMITHFIELD 


DIGITAL TRANSLATOR OR DIGITAL LPTV APPLICATIONS FOR DIGITAL FLASH CUT GRANTED 


TX 0000021911 K15BV 68042 DIGITAL Minor change of callsign K15BV. 
NETWORKS-SOUTHWEST, LLC 
E CHAN-15 


TX, UVALDE 


FM STATION APPLICATIONS FOR MODIFICATION OF LICENSE LICENSE CANCELLED 


CA BMLED-20160616AAB DKDFH 183343 UNIVERSITY OF SOUTHERN License to modify. 
E 95.9 MHZ CALIFORNIA Engineering Amendment filed 08/10/2016 
CA, BIGSUR Engineering Amendment filed 08/17/2016 


License cancelled and callsign deleted 8/1/2017 per licensee's request - 
no letter sent 


Page 14 of 15 


Federal Communications Commission 
P | | B | | ( N O l | ( = 445 Twelfth Street SW 
Washington, D.C. 20554 


News media information 202/418-0500 Recorded listing of releases and texts 202 / 418-2222 


REPORT NO. 49042 Broadcast Actions 8/4/2017 
STATE FILE NUMBER E/P CALL LETTERS APPLICANT AND LOCATION NATURE OF APPLICATION 


Actions of: 08/01/2017 
FM TRANSLATOR APPLICATIONS FOR MINOR MODIFICATION TO A CONSTRUCTION PERMIT PERMIT CANCELLED 


GA BMPFT-20170425AAG W262CE 65945 SUTTON RADIOCASTING Permit Cancelled 8/1/2017 per applicant's request - no letter sent. 
CORPORATION 


GA, CLAYTON. 


E 96.9 MHZ 
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